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may be kept cool by a damp cloth repeatedly employed between E and B. It may be supported by a piece of board underneath resting on the ground. Take care no water runs down to the cock or into the basin.
When the absorption begins in the glass tube, after all the hydrogen is expelled, turn the cock and prevent the oil from rising more than half way up the tube.
Upon the whole Johns's is the cheapest apparatus. The labour of bending and grinding and fitting the gun barrel, and the gun barrel itself, is lost each time in Mr. Davy's method, which in this country cannot be an expense each time of much less than one and a half dollars.
Cooper was the editor of Thomas Thomson's "System of Chemistry." He had learned in France the secret of making chlorine from common salt and attempted to become a calico bleacher in Manchester, England, afterward a printer, but he was not successful at either occupation. He was a lawyer before he began his career as a chemist at Carlisle, Pennsylvania.
In 1816, he delivered a. lecture on the '' Importance of Chemistry to the Medical Man." Cooper had at this time been made Professor of Chemistry in the college department of the University of Pennsylvania, and Robert Hare had been chosen for the chair of Chemistry in the medical department. The faculty of the medical department saw no imperative need of the science of chemistry in a medical student's curriculum; but, if the subject must be taught, the professor did not require a knowledge of medicine. Hare, therefore, was satisfactory to them. He, however, was not to pass the students in his branch. The chemistry examination was to be given by Hare in the presence of two or more of the professors of medicine, and they were
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